
mi. . 























COOK COUNTY Quality 

H r A I Til Dashboard 

E A L I n January 18, 2 


Health Outcomes 


Patient Safety 


Hospital Acquired Conditions 

Falls with Injury Pressure Injury (Stage III K IV) 
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Hospital Acquired Infections 
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SIR (Standardized Infection Ratio) is a summary measure which compares the actual number of 
Healthcare Associated Infections (HAI) in a facility with the baseline data for standard population. 
SIR >1.0 indi cate s m are HA I s were o bserved t han pred icted, con ve rs e ly S I R of < 1.0 i n d i caze s th at 
fewer HAIs were observed than predicted. 
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CCHC-Overall Clinic Assessment 
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HEDIS - Diabetes Management: HbAlc < 8% 
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Core Measure - Venous Thromboembolism (VTE) Prevention 
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30 Day Readmission Rate 
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Hospital Acquired Infections 
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SIR (Standardized Infection Ratio) is a summary measure which compares 
the actual number of Healthcare Associated Infections (HAI) in a facility 
with the baseline data for standard population. SIR > 1.0 indicates more 
HAIs were observed than predicted, conversely SIR of < 1.0 indicates that 
fewer HAIs were observed than predicted. 
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Mean Score 
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Top Box Score 


Provident-Willingness to Recommend Hospital 
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